44      DOCKETED ITEMS

R. Periodic operating reports & related correspondence

9107150368 Monthly operating rept for June 1991 for Monticello Nuclear Station.W/
910710 Itr.

PAUSTIAN.H.H.,   PARKERT.M.    Northern   States    Power   Co.   91/06/30.    5pp.
58462:236-58462:240.

S. Reportabie occurrences, LERs & related correspondence

9107020387 LER 91 -009-01 :on 910427,secondary containment isolation damper sole-
noids   &  SGTS   cables   did   not   meet  requirements.   Caused   by   inadequate
controls.Secondary containment isolation dampers rerouted.W/910628 Itr.
SCOTT.D., PARKER.T.M. Northern States Power Co. 91/06/28. 8pp. 58297:329-
58297:337.

9107050123 LER 91-013-00:on 910601 .partial Group II isolation & standby gas treat-
ment sys initiation occurred as result of loss of power to channel A plenum radiation
monitors.Caused by insufficient maintlsolation reset.W/910701 Itr.
PORTER.S., PARKER.T.M. Northern States Power Co. 91/07/01. 5pp. 58396:216-
58396:220.

9107080107 LER 91-013-07:on 910601 .standby gas initiation & reactor bldg isolation
occurred.Caused by inadequate maint of reactor protection sys motor generator set
overvoltage relay.Cornponents bench tested & within specs.W/910701 Itr.
PORTER.S., PARKER.T.M. Northern States Power Co. 91/07/01. 5pp. 58396:292-
58396:296.

9107170170 Summary of operating reactors events meeting 91-12 on 910626.
CHAFFEE.A.E. Events Assessment Branch. 91/07/03. ROSSI.C.E. Division of Oper-
ational Events Assessment (Post 870411). 22pp. 58448:301-58448:322.

9107110036 LER 91-014-00:on 910605,reactor scram occurred due to spurious main
steam isolation signal.Cause not identified. Investigation made into possibility of im-
proving response time of sensor relay .W/910705 Itr.

SEESTROM.D., PARKERT.M. Northern States Power Co. 91/07/05. 6pp. 58416:123-
58416:128.

9107120265 LER 91-015-00:on 910606,high-high signals from Intermediate Range Moni-
tors 12 & 16 resulted in reactor protection sys trip due to failure to adequately monitor
& analyze trends of monitor recorder traces.W/910708 Itr.

OLSON.J., PARKER.T.M. Northern States Power Co. 91/07/08. 6pp. 58435:336-
58435:341.

9107190126 LER 91-016-00:on 910613,condition discovered in which failure of non-
safety related air operated discharge isolation valve could block flow of emergency
svc water. Caused by design inadequacy.Procedures revised.W/910715 Itr.
FREBORG.J.G., PARKER.T.M. Northern States Power Co. 91/07/15. 5pp. 58500:199-
58500:203.

9107230229 LER 91-005-01 :on 910401 .determined that TS 3.7.A.2.b leak rate accept-
ance criteria for primary containment isolation valves exceeded.Caused by accumula-
tion of oxide coating on seat matl.Penetrations repaired,W/910716 Itr.
WOJCHOUSKI.A.,   PARKER.T.M.   Northern   States   Power   Co.   91/07/16.   6pp.
58627:347-58627:352.

DOCKET 50-264 DOW CHEMICAL CO.

R. Periodic operating reports & related correspondence

9107100106 "Dow TRIGA Research Reactor Annual Rept -1991," covering May - Dec
1990 period.W/910326 Itr.
KOCHER.C.W. Dow Chemical Co. 91/03/26. 4pp, 58394:273-58394:276.

DOCKET 50-265 QUAD-CITIES STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9107180216 Rev 1 to CEPIP 2320, "Protective Measures Director."

* Commonwealth Edison Co. 91/05/13. 9pp. 58497:326-58497:334.

9107180245 Rev 7 to QEP 400-S2, "Site Evacuation Checklist." correcting contact at
Fulton Junior High School & relocation ctr emergency response manual rather than
individual procedures to avoid potential confusion.

* Commonwealth Edison Co. 91/06/25. 8pp. 58511:304-58511:314.

9107310392 Revised EPIPs,including Rev 4 to QEP 710-O.Rev 3 to QEP 710-T2,Rev 5
to QEP 710-0 & Rev 4 to QEP 710-T2.

* Commonwealth Edison Co. 91/07/19. 5pp. 58622:090-58622:094.

K. Utility Final Safety Analysis Report (FSAR) & amends

9107020231 Forwards updated FSAR for Quad-Cities Station.
STOLS.R. Commonwealth Edison Co. 91/06/28. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 2pp. 58285:219-58286:090.

-9107020236 Updated FSAR for Quad-Cities Station.

* Commonwealth Edison Co. 91/06/28. 185pp. 58285:221-58286:090.

P. Operating license stage documents & correspondence

9107010142 Summary of 910605 meeting w/util re individual plant evaluation/accident
mgt program.LJst of attendees & slides end.

OLSHAN.LN. Project Directorate IH-2. 91/06/19. Project Directorate III-2. 125pp.
58262:217-58262:325,

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list end.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107020420 Application for amends to Licenses DPR-29 & DPR-30,changing Tech
Specs to reflect util efforts to upgrade existing TS 1.2/2.1 re fuel cladding integrity &
1.2/2.2 re RCS.

STOLS.R. Commonwealth Edison Co. 91/06/27. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 15pp. 58281:117-58281:194.

-9107020422 Proposed Tech Specs 1.1/2.1 re fuel cladding integrity & 1.2/2.2 re RCS.

*  Commonwealth Edison Co. 91/06/27. 70pp. 58281:132-58281:194.

9107050160 Forwards explanation of changes for Rev 60 to QA program Topical Rept
CE-1-A,per telcon w/Region III.

TAYLOR.D. Commonwealth Edison Co. 91 /06/27. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 7pp. 58340:350-58340:356.

9107030009 Confirms 910719 meeting w/util in Downers Grove.lL to discuss util corpo-
rate engineering priorities,mgt & staffing.List of topics encl.

GREENMAN.E.G.   Region  3  (Post 820201).  91/06/28.   REED.C.  Commonwealth
Edison Co. 2pp. 58265:001-58265:002.

9107030312 Application for amend to License DPR-30,reflecting proposed mod to HPCI

"Quad

:tear Re-
actor Regulation, Director (Post 870411). 9pp. 58312:081-58312:114.

-9107030315 Proposed tech specs modifying HPCI turbine steam exhaust line.

*  Commonwealth Edison Co. 91/06/28. 25pp. 58312:090-58312:114.

9107080054 Notifies NRC that actions committed re supplemental response to Generic
Ltr 89-13 completed for Unit LEncI outlines actions taken.

TAYLOR.D.L. Commonwealth Edison Co. 91/06/28. Office of Nuclear Reactor Regu-
lation, Director (Post 870411). 5pp. 58395:279-58395:284.

9107180281 Forwards request for addl info re generic Itr 89-10, suppl 3, "Consideration
of Results of NRC-Sponsored Tests of Motor-Operated Valves."
OLSHAN.LN.   Project   Directorate   III-2.   91/07/02.   KOVACH.T.J.   Commonwealth
Edison Co. 8pp. 58463:099-58463:106.

9107180044 Advises that 910123 rev 60 to QA topical rept CE-1-A, acceptable.
WRIGHT.G.C. Region 3 (Post 820201). 91/07/10. REED.C. Commonwealth Edison
Co. 2pp. 58438:032-58438:033.

9107180144 Forwards diskettes containing current BWR generic fundamentals exam
bankTwo types of files on diskettes. W/o encl.

GALLO.R.M.  Operator Licensing Branch.  91/07/10.  BOWMAN.D. Commonwealth
Edison Co. 1p. 58457:012-58457:012.

9107230061 Withdraws util 850930 request for review & approval of proposed alternate
methods & criteria for performing seismic evaluations.

STOLS.R. Commonwealth Edison Co. 91/07/16. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 1p. 58540:278-58540:278.

9107230080 Informs NRC of util plan to upgrade standby gas treatment sys Tech
Spec.per 880705 Itr.

STOLS.R. Commonwealth Edison Co. 91/07/16. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 1p. 58540:279-58540:279.

9107240088 Discusses licensees review & update of vendor interface programs to re-
flect guidance provided in Generic Ltr 90-03.

TAYLOR.D.L. Commonwealth Edison Co. 91/07/18. Document Control Branch (Docu-
ment Control Desk). 2pp. 58551:172-58551:173.

9107300037 Forwards SSER re station blackout rule (10CFR50.63).Proposed method
for coping w/station blackout rule acceptable.pending resolution of listed items.
OLSHAN.L.N.   Project   Directorate   III-2.   91/07/18.   KOVACH.T.J.   Commonwealth
Edison Co. 3pp. 58604:233-58604:239.

-9107300039 SSER re station blackout rule (10CFR50.63).Proposed method accepta-
ble.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/18. 4pp.
58604:236-58604:239.

9107240137 Informs that NRC does not consider use of nominal reactor pressure in
design-basis reviews for HELB MOVs to be consistent w/util commitments re Generic
Ltr 89-10.per open item noted in Insp Repts 50-237/91 -11 & 50-249/91 -10.
MILLER.HJ. Region 3 (Post 820201). 91/07/19. REED.C. Commonwealth Edison Co.
3pp. 58498:151-58498:159.

-9105310083 Requests technical assistance re determination if branch technical posi-
tion SPLB 3-1 applicable for sizing motor- operated valves for Generic Ltr 89-10.
MILLER.HJ. Region 3 (Post 820201). 91/05/24. ZWOLINSKI.J.A. Assistant Director
for Region 111 Reactors (Post 901216), 4pp. 58498:154-58498:157.

9107300060 Confirms 910906 meeting to discuss issues of mutual interest as requested
in 910711 telcon.Forwards meeting notice.W/o encl.

DAVIS.A.B. Region 3 (Post 820201). 91/07/23. STONE.R.H. Bechtel Power Corp.
2pp. 58559:069-58559:070.

9107300301 Application for amends to Licenses DPR-29 & DPR-30, upgrading Tech
Specs Section 3.1 /4.1, "Reactor Protection Sys."

STOLS.R. Commonwealth Edison Co. 91/07/23. MURLEYJ.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 23pp. 58605:172-58605:239.

-9107300302 Proposed Tech Specs Section 3.1/4.1, "Reactor Protection Sys."

*  Commonwealth Edison Co. 91/07/23. 45pp. 58605:195-58605:239.

9107310251 Suppl to 891023 application for amends to Licenses DPR-19, DPR-25,DPR-
29 & DPR-30,revising bases Section 3.6.B re pressure-temp operating limits to reflect
requirements of Rev 2 to Reg Guide 1.99 on radiation embrittlement
RICHTER.M.H. Commonwealth Edison Co. 91/07/26. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 13pp. 58613:222-58613:257.

-9107310254 Proposed Tech Spec bases Section 3.6.B re pressure-temp operating
limits to detect radiation embrittlement of reactor vessel matls.

*  Commonwealth Edison Co. 91/07/26. 23pp. 58613:235-58613*257

20201). 91/07/10. EURY.LW. Carolina Power &
